
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



f 66 ] 

VI. A Table of the mean Heat of every Month for Ten Tears in 
London, from 1763 to 1772 inclujvoely. By William 
Heberden, M. D. F. R. S. and A. S. 



Read January 31, 1788. 
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June 
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September 
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November 
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45-5 
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December 
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EXPLANATION. -OF THE TABLE. 

The firft column of figures denotes the order of the months 
according to their degrees of heat, beginning with Auguft, in 
which the heat is greateft. 

The fecond, and third, are the beats marked at the hour ex- 
preffed at the top of each column, and the fourth is the mean 
between thefe two. 

The laft column is the mean of the greater!: cold at night, 
obferved in Marlborough-ftreet for twenty years, by the late 
Right Honourable Lord Charles Cavendish. 



